Building safety;

Clearance;

Connection:

Continuity:

Coordinating dimension;

Cross-wall system:

Deflection index:

Deformation:

Deviation:

The measure of structural sufficiency
of a building to protect the occupants
from injury or death and the contents
from damage or loss.

Distance considered 1n the calculation
of a work size in order to achieve fit.

A position or region whore two or
more building components, panels or
assemblies are put together or

united.

The capacity for load transfer
between two or more elements where
load is axial, shear, moment, or any
combination thereof.

Dimension of the spatial envelope
containing the precast panel,

A large panel system in which the
load-bearing walls are perpendicular
to the longitudinal axis of the
building.

Ratio of the lateral deflection to
the building height.

A change in dimension or shape due to
stress.

The difference between a size or
position (actual, limit, etc.) and a
specified size or position.
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